Lexington Group, Inc 


380 Union Street 

West Springfield, MA 01089 

(413)746-3064 Fax (413) 788-0789 


Client Quote 


Date 

Quote No. j 

; 11/12/2010 

14824 i 


Client Name / Address 

i University of Massachusetts 
i Accounts Payable/Controllers Office 
I Box 3215 

i 405 Goodell Building 
i Amherst, MA 01003 


Ship To 


2nd Floor - Use Rear Entrance and 
Elevato 

Rooms 224B and 223 Morrill 
Science Bldg. 


i Customer's P.O. # j 

Payment Terms 

REP 

Office Use Only 

j Due on Receipt 

EB 



Line # 

QTY i DESCRIPTION 

UNIT PRICE 

Total 


1 Deliver To: ^ 

i 2nd Floor - Use Rear Entrance and Elevator ^ 

1 Rooms 224B and 223 Morrill Science Bldg. Storage ^ 

lAttn: Stephen Lobik 413-545-6516 | 



1 

9 1 ALE-SW504824BA | 

1 Alera Wire Shelving ^ 

1 24x48x72"H | 

1 Finish: Black Anthracite ^ 

i List: $399.00 each (Non-MHEC Contract Products) ^ 

1 Tag: (2) Room 243, (7) Room 224B ^ 

195.00 

1,755.00 I 

2 

9 1 ALE-SW503624BA | 

1 Alera Wire Shelving ^ 

1 24x3 6x72 "H | 

1 Finish: Black Anthracite ^ 

i List: $369.00 each (Non-MHEC Contract products) ^ 

1 Tag: (4) Room 243, (5) Room 224B ^ 

180.00 

1,620.00 1 


1 Subtotal ^ 


3,375.00 i 

|3 

1 1 Delivery and Installation ^ 

i Includes delivery, assembly, installation, and the removal of all packing debris from I; 

1 the job site. ^ 

600.00 

600.00 i 


1 NOTE: A signed P.O. is required to place this order. Please allow 2-4 weeks for the ^ 
i delivery ^ 




Total $3,975.00 


Payment is due upon receipt of invoice. 

A deposit may be required to place this order. 

Your signature on this quote represents your approval to place the order 


Folk DIG PRR 095867 

























